Approved For Release 2001/03/06 : CIA-RDP91-00682R000200030011-8 


oe 
2 > 


Friday - 6 Cctober 1950 


le. Mr. Christie,of the Subcommittee on Labor Management Relabibad INT tne 
Senate Labor Committee, called to ask whether it was correct that Mr ig 
25X1AgTA had rejected Mr. as ° Falls Church, Va. on the ground that he was 


25X14 3 an not employ aliens. I told him that this was 
basically correct except in certain types of positions. oe 
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